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AAMC Archives 
I. History: General 



1876- 1879 

1877- 1879 

1890-1895 

1890-1970 

1894-1963 

1895 

1905-1945 

1926-1928 

1929- 1950 

1930- 1970 
1932-1970 

1949- 1970 

1950- 1972 

1951- 1970 

1952- 1970 

1963 

1969 

19/1 



1971 



Proceedings 

American Medical College Association: History 

of Its Organization. 

Transactions (Manuscript). 

Proceedings. (14vols.) 

Presidential Addresses. (2 vols.) 

Constitution and Bylaws and Membership Records. 
(Manuscript). 

Constitution and Bylaws. (2 vols.) 

Bulletin of the Association of American Medical 
Colleges. (2 vols. ) 

Journal of the Association of American Medical 
Colleges. (22 vols. ) 

Annual Meeting Programs. (3 vols.) 

Executive Council Agenda and Minutes. (Unpublished) 

(259 vols.) 

Liaison Committee on Medical Education Agenda and 
Minutes and History of Accreditation by Medical 
School. Unpublished (36 vols.) 

Admission Requirements of American Medical Colleges. 
Admission Book. (21 vols.) 

Journal of Medical Education. (20 vols.) 

Directory of the Association of American Medical 
Colleges . (10 vol s . ) 

AAMC Annual Reports. 

Annual Meeting Program Resource Book. 

AAMC Directory of American Medical Education, 
1971-1972. 

AAMC Policy Statements from the Past Decade. 



* Unless otherwise indicated, these are publications of the Association 
of American Medical Colleges, consisting of one volume. 
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II . History: AMA Publications 



1904-1959 


History of the Council on Medical Education and 
Hospitals of the AMA. 


1907-1969 


Education Numbers. (15 vols.) 


1927 


Pusey, W.A. Medicine as a Career; Reprint 
from Bernays' Outline of Careers. 


1937 


Council on Medical Education and Hospitals. 
Survey of Medical Schools 1934-1937. 


1947 


Fishbein, M. A History of the American Medical 
Association 1847-1947. Philadelphia: W. B. 

Saunders Company. 


1955 


Vollan, D.D., Council on Medical Education and 
Hospitals. Postgraduate Medical Education in 
the United States. Report of the Survey 1952-55. 


1956 


Council on Medical Service. A Report on Private 
Practice by Medical School Faculty Members. Pre- 
sented to the AMA House of Delegates. 


1957-1970 


Annual Congress Papers. 


1957-1969 


Council on Medical Education and Hospitals; Source 
Books, Agenda and Minutes. Unpublished (86 vols.) 


1958 


Proceedings: Conference on Federal Medical Ser- 

vices, December 1, 1958 in Minneapolis, Minneso u 
Sponsored by The Committee on ” ,cai 

Services, Council on Medical btrvice. 


1959-1965 


Abstracts, AMA House of Delegates Proceedings. 

All Actions and Official Policies by AMA. Compiled 
by Mrs. Anne Tipner. 


1959 


Council on Medical Education and Hospitals. A 
Geographically Oriented Study of Postgraduate Courses 
and Enrollments in the United States for Physicians 
during the Year 1966-1967. Reprinted from the 
Journal of the AMA, May 9, 1959. 


1959 


Digest, Official Actions of AMA 1846-1958. 



1962-1970 Directory of Approved Internships and Residencies. 

(9 vols.) 



AAMC Archives 

1 1 . History: AMA Publications (Continued) 



1963-1964 


The Cost of Medical Care. Report of the Commission 
on the Cost of Medical Care. Volumes I, II » and IV. 


1964 


AMA Forum. November 1, 1964, Chicago, Illinois. 


1964-1969 


Medical Licensure Statistics. 


1964 


Report on Physician-Hospital Relations. 


1965 


Areawide Planning: Report of the First National 

Conference on Areawide Health Facilities Planning, 
November 28-29, 1964 in Miami Beach, Florida. 

Edited by Department of Hospitals and Medical Faci- 
1 i ti es . 


1965 


Requirements for Certification American Specialty 
Boards . 


1965-1970 


AMA House of Delegates Proceedings. (10 vols.) 


1966 


Meeting the Challenge of Family Practice: A 

Report of the Ad Hoc Committee on Education for 
Family Practice of the Council on Medical Education. 


1966 


Mill is Report. 


1966 


Supplement to Digest, Official Actions of AMA 
1959-1963. 


1966-1970 


^onciiJu>.ig Education: Courses for Physicians. 


1967 


Distribution of Physicians, Hospitals, and Hospital 
Beds. (2 vols. ) 


196/ 


First National Congress on the Socio-EcoP''mi ^s of 
Health Care, January 2r-23, 1967. 


156^ 


Medical School Alumni: Special Statistic 1 leries. 


1968 


Directory of National Voluntary Health Orjar izations 
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III. History: Other 
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1934 

1943 

1944 
1947 

1947 

1950 

1953 

1957 

1958 

1958 

1959 



Spector, B. One Hour of Medical History. 

Volume III ^4500B.C.-1923 A.D.). Boston: 

The Beacon Press, Inc. 

Chesney, A.M. The Johns Hopkins Hospital 
and the Johns Hopkins University School of 
Medicine: A Chronicle. Volume I — Early 

Years, 1867-1893. Baltimore: The Johns 

Hopkins Press. 

Norwood, W.F. Medical Education in the 
United States before the Civil War. Phila- 
delphia: University of Pennsylvania Press. 

Ashford, M. Trends in Medical Education: 

The New York Academy of Medicine Institute 
on Medical Education. New York: The 

Commonwealth Fund. 

New York Academy of Medicine Committee on 
Medicine and the Changing Order (Goodridge, M. , 
Chairman). Medical Addenda. New York: The 

Commonwealth Fund. 

Alsop, G.F. History of The Woman's Medical 
College, Philadelphia, Pennsylvania 1850-1950. 
Philadelphia; J. B. Lippincott Company. 

Boissonnault, C.M. Histoire de la Faculte de 
Medecine de Laval. Quebec, Canada: Les Presses 

Uni versi tai res Laval. 

Robinson, D.C. Adventures in Medical Education: 
A Personal Narrative of the Great Advance of 
American Medicine. Cambridge, Mass.: Harvard 

University Press for The Commonwealth Fund. 

Keys, T.E. Applied Medical Library Practice. 
Springfield, Illinois: Charles C Thomas. 

Rappleye, W.C. The Current Era of the Faculty 
of Medicine: Columbia University 1910-1358. 

New York: Columbia University. 

85th Congress, 2nd Session. Acceptance of the 
Statue of Doctor Florence Rena Sabin, presented 
by the State of Colorado. Proceedings in the 
Congress and in the Rotunda, U.S. Capitol. 
(Including dedication by Ward Darley) 
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AAMC Archives 

III. History: Other (Continued) 



1960 



1961 



1961-1962 



State University of New York Downs tate 
Alumni Association. History of the Long 
Island College Hospital, Long Island College 
of Medicine, and the State University of New 
York College of Medicine at New York City 
1856-1955. Alumni Association Highlights 
1880-1955 and Biographies of Graduates 1900- 
1955. 

Wartman, W.B. Medical Teaching in Western 
Civilization: A History Prepared from the 

Writings of Ancient and Modern Authors. 
Chicago: Year Book Medical Publishers, Inc. 

Rappleye, W.C. The Current Era of Medical 
Education. Excerpts from President's Review. 
New York: Josiah Macy, Jr. Foundation. 



O 

ERIC 



c> 



7 



AAMC Archives 



- 6 - 



I V . Biomedical Research Policy 



1955 

1957 

1958 

1959 

1959 

1959 

1960 
1960 



The American Foundation. Medical Research: 

A Midcentury Survey. Boston: Little, Brown 

and Co. (2 vols . ) 

The New Era in Medical Research. A Survey 
conducted by Douglas Williams Associates, 
sponsored by Merck Sharp & Dohme Research 
Laboratories. 

The Secretary's Consultants on Medical Re- 
search and Education, DHEW. (Bayne-Jones 
Report) The Advancement of Medical Research 
and Education. 

Kidd, C.V. With foreword by Paul E. Klopsteg. 
American Universities and Federal Research. 
Cambridge, Mass.: The Belknap Press of Harvard 

University Press. 

NIH. A Study of Twenty Medical Schools. A 
Report to the Director, NIH, from the Staff 
Committee on Support for Research and Training. 

The Presid«nt's Committee on Scientists and 
Engineers. (Fibers, G.W. , and Duncan, P. , eds.) 
The Scientific Revolution — Challenge and Promise. 
Washington: Public Affairs Press 

Committee of Consultants on Medical Research 

(B. Jones, Chairman). Federal Support of Medical 

Research. 

NSF. Research and Other Activities of Private 
Foundations. 



1962 

1963 
1963 




1963 



DHEW. Hearings before a Subcommittee of the 
Committee on Appropriations — House of Representatives. 
Part 4. Report on Manpower for Medical Research. 

Communications and Medical Research. Proceedings of 
a National Symposium sponsored by The University of 
Pennsylvania. 

Cowles, J.T. and Csanyi , J.L. Research Training 
of Medical Students: A Survey of Faculty and Students 

at 13 Schools with USPHS Experimental Training Grants. 
Pittsburgh: University of Pittsburgh. 

National Health Education Committee, Inc. Does 
Medical Research Pay Off? In Lives? In Dollars? 
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IV. Biomedical 


Research Policy (Continued) 


1964 


Division of Medical Sciences, NAS— National 
Research Council; Federation of American Socie- 
ties for Experimental Biology and Institute for 
Advancement of Medical Communication. Communi- 
cation Problems in Biomedical .esearch: Report 

of a Study. (Reprinted fron, Federation Proceedings) 


1964 


NIH. Research for Health. PHS Publication No. 1205. 


1965 


NAS. Basic Research and National Goals: A Report 
to the Committee on Science and Astronautics, U.S. 
House of Representatives. 


1965 


NAS — National Research Council. The General 
Research Support Program of the National Insti- 
tutes of Health. 


1965 


Coggeehall, L.T. Planning for Modi cal Progress 
Through Education. 


1966 


Everett, M.R. Pioneering for Research: Origin 

of the Oklahoma Medical Research Foundation. 
Oklahoma City: University of Oklahoma Medical 

' Center. 


1966 


Rice, D.P. Estimating the Cost of Illness. 
Health Economics Series No. 6. DHEW-PHS. 


1966-1970 


USPHS National Cancer Institute, NIH. Progress 
Against Cancer: A Report by the National Advisory 

Cancer Council. (4 vols.— no report published in 
1968) 


1967 


AMA. Report of the Commission on Research. 
Chicago: AMA. 


1967 


Research in the Service of Man: Biomedical Know- 

ledge, Development, and Use. A Conference sponsored 
by the Subcommittee on Government Research and The 
Frontiers of Science Foundation of Oklahoma for the 
Committee on Government Operations, October 24-27, 1966 


1967 


Zeckhauser, R. Some Thoughts on the Allocation of 
Resources to Bio-Medical Research. Occassional 
Papers No. 4. DHEW, Office of Planning and Evalua- 
ti on . 


1968 


Committee for Radiation Therapy Studies. Subcommittee 
on Regional Medical Programs. A Prospect for Radia- 
tion Therapy in the United States: Final Report, 

October 24, 1968. 


ERIC 
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AAMC Archives 

IV. Biomedical Research Policy (Continued) 



1968 

1968 

1968 

1969 

1969-1970 

1969 

1969 



NIH. Resources for Medical Research Report No. 

11: Biomedical Research Manpower for the Eighties 

^and Summary. 

NSF. Technology in Retrospect and Critical Events 
in Science (TRACES). Prepared by the Illinois 
Institute of Technology Research Institute under 
contract NSF-C535. 

Office of Resources Analysis (H. H. Rosenberg, 
Director) NIH. Resources for Medical Research 
Report No. 12: Dollars for Medical Research 1965-67. 

American Academy of Orthopaedic Surgeons. A 
National Health Program for Orthopaedics: A Pre- 

liminary Report. A report submitted to the Execu- 
tive Committee of the American Academy of Orthopaedic 
Surgeons by the Ad Hoc Committee on A National Health 
Program for Orthopaedics. Chicago: American Academy 

of Orthopaedic Surgeons. 

American Academy of Pediatrics. Fellowship List. 

(2 vols. ) 

Joint Committee on Planning for Dermatology, The 
American Academy of Dermatology, Inc. National 
Program for Dermatology: To Conquer Disability 

Due to Skin Disease Through Patient Service, 

Education and Research. 

NIH. Basic Data Relating to the National Institutes 
of Health, 1969. 



1969 

1969 

1969 



1969 



NSF. Databook. 

NSF. Federal Funds for Research, Development, and 
Other Scientific Activities: Fiscal Years 1968, 

1969, and 1970. Volume XVIII. 

USPHS Bureau of Health Professions Education and 
Manpower Training. Health Manpower Source Book. 
Section 20, Manpower Supply and Educational Statistics 
for Selected Health Occupations. 

USPHS National Institute of General Medical Sciences. 
Effects of NIGMS Training Programs on Graduate 
Education in the Biomedical Sciences: An Evaluation 

Study of the Training Programs of the National 
Institute of General Medical Sciences 1958-1967. 
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AAMC Archives 

IV. Biomedical Research Policy (Continued) 



1969 

1970-1971 

1970 

1970 

1970 

1970 

1970 

1970 

1970 

197Q 

1970 

1970 

1970 



Westat Research, Inc. Heal th- Related Research 
Facilities in the U.S. in the Nonprofit Nonfederal 
Sector, 1968: Report of a Survey conducted for 

DHEW-NIH, Health Research Facilities Branch. 

Biomedical Research Policy Committee. Archives 
(2 vols.) 

Handler, P. Science and the Federal Government: 

Which Way to Go. Presented April 14, 1970, FASEB 
General Session, Atlantic City, New Jersey, (mimeo) 

Handler, P. Toward A National Science Policy. 
Presented July 21, 1970, before The Subcommittee 
on Science, Research, and Development; Committee 
on Science and Astronautics, House of Representatives. 

NAS; National Academy of Engineering; National 
Research Council. Organization and Members 1970-71. 

NAS. The Life Sciences: Recent P rog res s-aoi Ap- 

plication to Human Affairs; The World of Biological 
Research; Requirements for the Future. 

NIH. Basic Data Relating to the National Institutes 
of Health 1970. 

NIH National Heart and Lung Insti tute— Extramural 
Research and Training. Renin-Angiotensin Mechanisms: 

A Review of Research Grants Supported by the National 
Heart and Lung Institute 1949-1970. 

National Goals Research Staff (L. Garment, Director). 
Toward Balanced Growth: Quantity with Quality. 

Pennell, M.Y. and Hoover, D.B. USPHS-NIH Bureau of 
Health Professions Education and Manpower Training. 
Health Manpower Source Book: Section 21. Allied 

Health Manpower Supply and Requirements: 1950-1980. 

Special Analyses: Budget of the U.S. Fiscal Year 1971 

The Budget of the U.S. Government— Fiscal Year 1971. 

The President's Task Force on Science Policy. Science 
and Technology: Tools for Progress. 
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AAMC Archives 

IV. Biomedical Research Policy (Continued) 



1971 Biomedical Research Policy Committee of the Council 

of Academic Societies, AAMC. A Policy for Bio- 
medical Research — Preliminary Considerations, 
October, 1970 and Final Report, Reprinted from 
Journal of Medical Education, 46: 691-743, 1971. 

(2 vols . ) 

1971 NIH. Scientific Directory 1971 and Annual 

Bibliography 1970. 
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V. Reports of Conferences, Institutes, Seminars, Workshops, 
and Special Studies. . 



1910 Flexner, A. Medical Education in the United 

States and Canada: A Report to the Carnegie 

Foundation for the Advancement of Teaching. 

Bulletin No. 4. Boston: Updyke. 

1925 Flexner, A. Medical Education: A Comparative 

Study. New York: Macmillan Company. 

1925 Mile. , A. A Guide to the Study of Medicine. 

Oliver and Boyd. 

1928-1931 k. 3 ko+ten, H.G. Original Correspondence to, 

f rc n Medical Schools for AAMC Committee 

kno p ariously as: Committee on Educational 

Pol Cl =3 5 Commission on Medical Education, and 
Commi-tee on Medical Education and Pedagogics. 

1930 Financial Assistance Available for Graduate Study 

in Medicine. 

1932 Rappleye, W.C. Medical Education: Final Report 

of the Commission on Medical Education. 

1938 Internships and Residencies in New York City, 

1934-1937: Their Place in Medical Education. 

Report by the New York Commi ttee on the Study 
of Hospital Internships and Residencies, 

(Curran, J.A. , Executive Secretary). New York: 

The Commonwealth Fund. 

1940 The Commission of Graduate Medical Education 

(Rappleye, W.C., Chairman). Graduate Medical 
Education. Chicago: University of Chicago Press. 

1942 Ebaugh, F.G., and Rymer, C.A. Psychiatry in Medi- 
cal Education. New York: The Commonwealth Fund. 

1946 Allen, R.B. Medical Education and The Changing 

Order. New York: The Commonwealth Fund. 

1948 British Medical Association. The Training of a 

Doctor; Report of the Medical Curriculum Committee 
of the British Medical Association. London; 
Butterworths Medical Publications. 
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AAMC Archives 

V. Reports of Conferences, Institutes, Seminars, Workshops, 
and Special Studies. (Continued) 



1948 

1951 

1952 

1952 

1953 

1953 

1953 

1953 

1954 

1954 

1955 
1955 




Curran, J. Widening Horizons in Medical Education: 

A Study of the Teaching of Social & Environmental 
Factors in Medicine. New York: The Commonwealth 

Fund. 

Psychiatry and Medica Educatior Washington: 
American Psychiatric ^-'soc atio' 

Norwood, W.F. An EvaK 't"’n of programs of 
Postdoctoral Medical Ec„c; ion " Eighteen 
Medical Schools. W. K, K. ' ogg . aundation. 
(Mimeographed) 

Preventive Medicine in -let al Sciools. 

Deitrick, J.E. and Berso'^ ,.C. edical Schools 
in the United States at Fr Cen t ry. New York: 
McGraw-Hill Book Company. 

Rosenfeld, L.S., et al . Report on Schools of 
.Public Health in the United States. Based on 
a Survey of Schools of Public Health in 1950. 

Severinghaus , A.E., Carman, H.J. and Cadbury, W.E. , 
Jr. Preparation for Medical Education in the Liberal 
Arts College: Report of the Subcommittee on Pre- 

professional Education of the Survey of Medical 
Education. New York: McGraw-Hill Book Company. 

The Psychiatrist, His Training and Development. 
Washington: American Psychiatric Association. 

Comroe, J.H., Jr., Berry, G.P., et al. The 
Teaching of Physiology, Biochemistry, Pharmacology: 
Report of the First Teaching Institute. Journal 
of Medical Education, 29: July, Part 2, 1954. 

(Plus program & workbook material) 

Financial Assistance Available for Graduate Study 
in Medicine. 

Education of Physicians for Industry. 

The Teaching of Pathology, Microbiology, Immunology, 
Genetics: Report of the Second Teaching Institute. 

Journal of Medical Education, 30: September, Part 2, 
1955. (plus program & y/C’'kbock material) 
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V. 



Reports of Conferences, Institutes, Seminars, 
and Special Studies. (Continued) 




1956 

1956 

1956 

1957 

1958 
1958 

1958 

1959 
1959 



Peterson, O.L., et al . An Anal / , i) of 

North Carolina General Practic^'^^ 

The Teaching of Anatomy and Ant^/ '•h 

Medical Education: Report of 

Institute. Journal of Medical 3l J 

October, Part 2, 1956. (Plus ^ WOb^pook 

material). ’ 



Weiskotten, H. and Altenderfer v/^ids ifi 
Medical Practice, 1915-1945. 



A 

Gee, H.H. and Cowles, J.T. (ed^ ; ApPba'J^^'^ 
of Applicants to Medical School|l^, of the 

Fourth Teaching Institute. ‘‘ ' 

Education, 32: October, Part 2 ' ^ 
program & workbook material). 






Nedic^l 

(Plhs 



A Summer Institute on Medical 

Committee on Medical Care TeacK^y ^he 
tion of Teachers of Preventive / 
in Medical Care. Chapel Hill, • ^hi'^Or^ity of 
North Carolina Press. 

Gee, H.H. and Glaser, R.J. (ed^ of 

the Medical Student: Report of'^L 

Institute. Journal of Medical ^3' 

October, Part 2, 1958. (Plus ^ WObkt'^ok 

material). ’ ^ 



> .. t^^on of 



ifii 



MI^S' R^Poi^t 



Gee, H.H. and Richmond, J.B 

the Fi rs t Institute on Clini ca | \'v. '^7 'y. u 

of the Sixth Teaching Institute of Medical 

Education, 34: October, Part 2^' (P^hs P’^O' 

gram and workbook material), ' ^ 



Studies in Medical Education. i^sberg, L- 

and Rosenberg, L. The Impact ^bg^ts on 

Medical Education: An Essay ay Biblio- 
graphy; Kriesberg, L. and Beal^ Cai^oel" Speci- 

fication among Medical Student^ / ^ b*V. and 
Kriesberg, L. Career- Re levant M^^ical 

Students: A Research Note. 

Opinion Research Center. Univ^J'"*^/ Chicago. 
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V. Reports 
and Spe 

1959 

1960 

1961 

1961 

1961 

1961 

1961 

1961 

1962 



of Conferences, Institutes, Seminars, Workshops, 
ial Studies. (Continued) 



USPHS. Physicians for a Growing America: 

Report of the Surgeon General's Consultant 
Group on Medical Education. 

Financial Assistance Available for Graduate Study 
in Medicine. 

American Heart Association, Committee on P''ofes- 
sional Education. The Physician's Continuing 
Education. 

Becker, H.S., et al . Boys in White: Student 

Culture in Medical School. Chicago: University 

of Chicago Press. 

Gee, H.H. and Child, C.G., III (eds.) Report of 
the Second Institute on Clinical Teaching: Report 

of the Seventh Teaching Institute. Journal of 
Medical Education, 36: April, Part 2, 1961. (Plus 
program and workbook material). 

Saunders, R.H., Jr. The University Hospital Intern- 
ship in 1960. Journal of Medical Education, 36: 
561-676, 1961. 

Severinghaus , A.E. , Carman, H.J. and Cadbury, W.E. , 
Jr. Preparation for Medical Education: A Re-study: 

Report of the Committee on the Resurvey of Pre- 
professional Education in the Liberal Arts College. 
New York: McGraw-Hill Book Company. 

Sheos, C.G., Wolf, G.A. , Jr. and Jacobsen, C. (eds.) 
Medical Education and Medical Care — Interactions and 
Prospects: Report of the Eighth Teaching Institute. 

Journal of Medical Education, 36: December, Part 2, 

1961. (Plus program and workbook material.) 

Comroe, J.H., Jr. (ed.) Research and Medical Educa- 
tion: Report of the Ninth Teaching Institute. 

Journal of Medical Education, 37: December, Part 2, 

1962. (Plus program and workbook material.) 
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AAMi rchi ves 

V. Reports of Conferences, Institutes, Seminars, Workshops, 
anH Special Studies. (Continued) 



1962 

1962-1963 

1962 

1963 
1963 

1963 



Dryer, B.V. (Study Director ^ . Lifetim-e Let n’ng 
for Physicians: Principles Practices, Pro :sals. 

Financial Assistance Available for Grao.iate ’tudy 
in Medicine. (2 vols.) 

Lee, P.V. Medical Schools and The Changin^^ 'imes: 
Nine Case Reports on Experimentation in Medi ;al 
Education, 1950-1960. 

Bloom, S.W. The Doctor and His Patient: A 

Sociological Interpretation. New York: Russell 

Sage Foundation. 

New York State Ccmmtttee on Medical Educatici. 
Education for the Health Professions: A Coi "e- 

hensive Plan for Comprehensive Care to Meet tw 
York's Needs in an Age of Change. 

Report of the Association of Teachers of Preven- 
tive Medicine Conference. 



1963 



1964 



1964 

1964 

1965 



Tager, M. , Sellers, T.F., Jr., and Martin, D.S. 
Teaching of Infectious Disease. Proceedings of 
the National Conference on the Teaching of Infectious 
Disease in D.S. Medical Schools. Atlanta, Georgia: 
March 11-13. Journal of Medical Education, 39: 
September, Part 2, 1964. 

Bucher, R.M. and Powers, L. (eds.) Report of the 
First 'Institute on Medical School Administration: 
Report of the Eleventh AAMC Institute. Journal of 
Medical Education, 39: November, Part 2, 1964. 

(Plus program and workbook material.) 

Evans, L.J. The Crisis in Medical Education. 

Ann Arbor: University, of Michigan Press. 

Horowitz, M.J. Educating Tomorrow's Doctors. 

New York: Appleton-Century-Crofts. 

Coggeshall, L.T. Planning for Medical Progress 
Through Education. 
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V. Reports of Conferences, Institutes, Seminars, Worksf'^^ps, 
and Special Studies. (Continued) 



1965 Guidelines for Medical School 

pared by a Joint Committee of th^ AAMC and 
Medical Library Association. Oo^'^nal t^^dical 

Education, January, Part 1, 1965' 

1965 Medical Schools and Teaching Hos^^^'tals- 

culum. Programming and Planning . Repo^^t of the 
Conference held by the New York’r'iadeniy of 
Sciences, March 17-20, 1965. h|eV^ york' Appal s 
of the New York Academy of Sci^n^^Ss 457-720. 

1965 Ruhe, D.S. (ed. ) Selected Filips fpr Medical 

Teaching. Journal of Medical Apyil, 

Part 2, 1965. 

1965 Seminar on Research in Patient f^^rch i-5, i965. 



1965 Seminar on Medical Education, SgPlembe'^ 1965. 

1965 Sheps, C.6. , et al. Medical Scp^^ls ahd Hospitals: 

Interdependence for Education SorYicO* 

1965, Wolf, 6. A., Jr., Brown, R.E. apd-^uche'", R,M. (eds.) 

Report of the Second Admi nistrpt/"*Ve institute — Medical 
School -Teaching Hospital Relati(;'^^: Report of the 

Twelfth AAMC Institute. Journal bf Medical Educa- 
tion, 40: November, Part 2, 196^* (Pl^s Program and 
workbook material.) 

19S5 Wolf, S.G., Jr., and Parley, W. ^^ds.) Medical 

Education and Practice — Relatioi^^hiPs 4nd Responsi- 
bilities in a. Changing Society; t^epov't of the Tenth 
AAMC Institute. Journal of Megi E^^bcation, 40: 
January, Part 2, 1965. (Plus p/^ram and Workbook 
materi al . ) 

1966 Cope, 0. and Zacharias, J. Mecjl^^l E<dUcati on Recon- 

sidered, Report of the Endicotf %use^^umnier Study 
on Medical Education, July, 196^' Philadelphia and 
Montreal: J. B. Lippincott Com(7^hy. 

1966 Johnson, D.6. and Hutchins, E.B/. Doci^or Qr Dropout? 

A Study of Medical Student Attr^N oh. 
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AAMC Archives 

V. Reports of Conferences, Institutes, Seminars, Workshops, 
and Special Studies. (Continued) 



1966 



1966 

1966 

1967 



1967-1969 

1967 



1967 

(Undated 
ca. 1967) 



1967 



1968 



The Crisis in Medical Services and Medical 
Education: Report on an Exploratory Conference 

(February 20-25, 1966) in Fort Lauderdale, Florida 
sponsored by the Commonwealth Fund and Carnegie 
Corporation of New York. 

Third World Conference on Medical Education. 

Workman, S.L. The Role of Psychiatry in Medical 
Education: An Appraisal and a Forecast. Cam- 
bridge: Harvard University Press. 

Knight, D.M. and Nourse, E.S. (eds.) Report of the 
Third Institute on Administration — Medical Ventures 
and the University: New Values and New Validities. 

Report of the Thirteenth AAMC Institute. Journal 
of Medical Education, 42: July, Part 2, 1967. 

(Plus program and workbook materials.) 

Management Seminars for New Deans. 

NIMH. The Medical School and the Community Mental 
Health Center: Report of a Conference sponsored by 

The Southern Regional Education Board and the 
National Institute of Mental Health held in Atlanta, 
Georgia, December 13-15, 1966. 

Report of the National Advisory Commission on Health 
Manpower. (2 vols.) 

The Core Content of Family Medicine: A Report of 

the Committee on Requirements for Certification, 

The American Academy of General Practice. 

The Crisis of the Medical Schools: A Summary 

Report Based on the Proceedings of the Conference 
held in New York City Sept. 15-17, 1967. New York: 
Carnegie Corporation and the Commonwealth Fund. 

Cone, 0. Man, Mind and Medicine: The Doctor's 

Education. Philadelphia and Toronto: J. B. Lippi n- 

cott Company. 
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AAMC Archives 

V. Reports of Conferences, Institutes, Seminars, Workshops, 
and Special Studies. (Continued) 



1968 Proceedings of the Conference on Training in 

Family Medicine: University of Western Ontario, 

London, May 13-15, 1968. Sponsored by the Asso- 
ciation of Canadian Medical Colleges and the 
College of Family Physicians of Canada. 

1968 Smythe, C. McC., Kinney, T.D. , and Littlemeyer, 

M.H. The Role of the University in Graduate 
Medical Education: Proceedings of the 1968 Con- 

ference, Council of Academic Societies. (Pub- 
lished report and background material.) 

(2 vols. ) 

1968 The Medical School Curriculum. Workshop held 

in Atlanta, Georgia, September 18-22. Question- 
naire, workbook, transcript, and final report. 
Journal of Medical Education, November, Part 2, 

1970. (4 vols.) 

1969 Page, R.G. and Littlemeyer, M.H. Preparation 

for the Study of Medicine: Proceedings of the 

Conference held April 9-12, 1967. Chicago and 
London: University of Chicago Press. (Plus 

planning record, workbook and transcripts.) 

(4 vols.) 

1969 Psychiatry and Medical Education. Report of the 

Conference on Psychiatry in Medical Education, 1967. 
Washington: American Psychiatric Association. 

1969 Smythe, C.McC. Potential Educational Services 

from a National Biomedical Communications Network, 
February 25-26, 1969. Report of a Conference. 

1969 Teaching Psychiatry in Medical Schools: Working 

Papers of the Conference on Psychiatry in Medical 
Education, 1967. Washington: American Psychiatric 

Association. 

1970 Higher Education and the Nation's Health: Policies 

for Medical and Dental Education. A Special Report 
and Recommendations by the Carnegie Commission on 
Higher Education. 

1970 Progress Report on Nurse Training J70. Report to 

The President and The Congress. L.iEW. 
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AAMC Archives 

V. Reports of Conferences, Institutes, Seminars, Workshops, 
and Special Studies. (Continued) 



1970 

1971 

1971 

1971 

1971 

1971 

1971 

1971 



The Health Professions Educational Assistance 
Program. Report to the President and the Congress. 
DREW. 

Bloom, S.W. The Medical School as a Social System: 

A Case Study of Faculty-Student Relations. Milbank 
Memorial Fund Quarterly. XLIX: Number 2, April, 

Part 2, 1971. 

Cheit, E.F. The New Depression in Higher Education: 

A Study of Financial Conditions at 41 Colleges and 
Universities. A General Report for the Carnegie 
Commission on Higher Education and the Ford Foundation. 

Fein, R. and Weber, G.I. Financing Medical Education: 
An Analysis of Alternative Policies and Mechanisms. 

The Carnegie Commission on Higher Education. 

Health Manpower: Adapting in the Seventies- Report 

of the 1971 National Health Forum, San Francisco: 

March 15-17, 1971. National Health Council, Inc. 

Houser, H.W. Objectives in American Medical 
Education: A National Survey of Medical Faculty 

Opinions. With Foreword by Ward Darley. (Health 
Care Research Series #17) Iowa City, Iowa:_ 

University of Iowa Graduate Program in Hospital 
and Health Administration. 

Somers, A.R. (ed. ) The Kaiser-Permanente Medical Care 
Program. Proceedings of a Symposium sponsored by The 
Kaiser-Permanente Medical Care Program, The Common- 
wealth Fund and The Association of American Medical 
Colleges, Oakland, California, March, 1971. New York: 
The Commonwealth Fund- 

Stead, E.A., Jr., Smythe, C.McC., Gunn, C.G. and 
Littlemeyer, K.H. Educational Technology for 
Medicine: Roles for the Lister Hill Center, Recom- 

mendations for a National Biomedical Communications 
Network. Report of the Steering Committee, Council 
of Academic Societies. Journal of Medical Education, 
July, Part 2, 1971 . 
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AAMC Archives 

VI. Council of Teaching Hospitals 



1967 

1968-1971 

1969 

1970 
1970 



COTH Committee Structure and Membership Roster. 
Directory. (3 vols. ) 

House Staff Financial Benefits: A National 

Survey, Parts I, II. 

COTH Executive Salary Survey. 

COTH Survey of House Staff Policy, Parts I, II. 
(2 vols. ) 
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AAMC Archives 

VII. International Medical Education 



1962 

1963 

1964 

1964 

1965 

1966 

1967 



1967 

1969 

1969 

1969 

1969 

1970 



International Personnel Report. 

Hyde, H. vZ. Trip Report— Asia, Africa, Middle East. 

First Annual Conference on International Medical 
Education. 

Study of Medical Education — East Pakistan. 

A World Program for Health Manpower. 

Sabbaticals 1966-1975, United States Medical Educa- 
tors Potentially Available for Service Abroad during 
Sabbatical Leave, 1966-1975. 

Education and World Affairs. The Professional 
School and World Affairs: Report of the Task 

Force on Medicine and Public Health, Committee on 
the Professional School and World Affairs, 

(Glennan, T.K. , Chairman and Sanders, I.T. , 

Study Dirictor). New York: Education and World 

Affai rs. 

Organizations Utilizing American Physicians Abroad. 

(2 vols.) 

Margulies, H. , and Bloch, L.S. Foreign Medical 
Graduates in the United States. Cambridge, Mass.: 
Harvard University Press. 

Institute on Medical Education and Family Planning 
(Orientation book and transcript) (2 vols.) 

Logue, J.T. (ed.) Selected Papers on American 
Medical Foreign Scholars, 1957-1968. 

Hyde, H. vZ. , and Bloch, L. Family Planning and 
Medical Education: Report of the 1969 Institute. 

International Activities of American Medical 
Col leges. 
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AAMC Archives 

VIII. Operational Studies 



1958 


Carroll, A.J. A Study of Medical College Costs. 


1959 


Carroll, A.J. A Program Cost Finding System for 
Medical Colleges; with Supplement to Manual 
dated June 8, 1960. (Mimeographed) 


1959-1967 


Division of Operational Studies. Annual Reports 
to the Kellogg Foundation. (11 vols.) 


1960 


Faculty Directory of U.S. Medical Schools. 


1961 


USPHS. Medical School Facilities: Planning, 

Considerations and Architectural Guide. (2 vols. 


1963-1968 


Medical School Salary Study. (3 vols.) 


1964 


Darley, W. Trends in Medical School Expenditures 
by Sources of Income, 


1964 


USPHS. Medical Education Facilities. 


1965 


Carroll, A.J. Medical College Costs and A Manual 
of Procedures. 


1968 


Campbell, T. Program Cost Allocation in Seven 
Medical Centers, A Pilot Study. 


1969 


Carroll, A.J. Program Cost Estimating in a 
Teaching Hospital: A Pilot Study. 


1969 


Exploratory Conference — Medical Educational 
Facilities, January 30-31 , 1969. 
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IX. Research in Medical Education 
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1959-1963 

1960 

1961 

1962-1967 

1962 

1962 

1963 

1964 

1965 

19C6 

1966 
1966 

1966 

1966 

1966 



Bibliography, AAMC Division of Basic Research. 

(Over 50 papers) Unbound. 

Activities of the Office of The Director of 
Research, May, 1960. 

Hubbard, J.P. and Clemans, W.V. Multiple-Choice 
Examinations in Medicine: A Guide for Examiner 

and Examinee. Philadelphia: Lea & Febiger. 

Annual Conferences on Research in Medical Education. 

Hutchins, E.B. Technical Report No. L621, The 
Evaluation of Environmental Determinants. 

Miller, G.E., et al. Teaching and Learning in 
Medical School. Cambridge, Mass.: Harvard 

University Press for the Commonwealth Fund. 

Hutchins, E.B. andWolins, L. Technical Report^ 

No. L631 , Factor Analysis of Statements Describing 
Student Environment in American Medical Colleges. 

Medical College Admission Test (MCAT) Handbook. 

Examinations and Their Place in Medical Education 
and Educational Research. 

Hutchins, E.B. Stability of Interests during 
Medical School. 

Hutchins, E.B. Technical Report No. L662, Career 
Choice Trends Within and Between Graduating Classes. 

Hutchins, E.B. and Nonneman, A.J. Technical Report 
No. L661, Construct Validity of an Environmental 
Assessment Technique for Medical Schools. 

Hutchins, E.B. and Wallace, W.L. Technical Report 
No. M662, The Effect of Practice in Norming the 
Quantitative Ability Section of the Medical College 
Admission Test. 

Johnson, D.G. and Hutchins, E.B. Technical Report 
No. P661, Supplementary Tables on Medical Student 
Attri ti on . 

Sedlacek, W.E. Technical Report No. S664, A Proce- 
dure for Estimating the Reliability of Grading Systems. 
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Research in Medical Education (Continued) 



1966 


Sedlacek, W.E. and Johnson, D.G. Technical Report 
No. S662, Reporting of Student Performance to Hospital 


1966 


Terwilliger, J.S. Technical Report No. L664, Atti- 
tudes and Environmental Aspects of Medical Careers. 


1966 


Wallace, W.L. Technical Report No. M662a, Adjustment 
of the Scaled Scores for the Quantitative Ability 
Section of the Medical College Admission Test. 


1967 


Medical College Admission Test (MCAT) Handbook. 


1967 


Sanazaro, P.J. Educat'' rial Self-st-dy by Schools 
of Medicine. 


1968 


Complete Papers for the 7 :h Annual Conference on 
Research in Medical Edr'aflon. 


1968 


Fawcett, G.B, Utilizir.g Cluster Characteristics 
to Predict Regression Co‘'fficients Estimated 
Within Clusters. 


1968 


Hutchins. E.B. The Gra rsate Medical Student. 
(Monograph). 


1968 


Kenworthy, J.A. Personality Characteristics Associ- 
ated with Effectiveness in Psychotherapy. (Monograph) 


1969 


Complete Papers for the 8th Annual Conference on 
Research in Medical Education. 


1969 


Hutchins, E.B. Technical Report No. L691 , Profiles 
on Selected Student and School Variables from the 
AAMC Longitudinal Study of the Class of 1960. 


1970 


Abstracts and Complete Papers for the 9th Annual 
Conference on Research in Medical Education. (2 vols.) 
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AAMC Archives 
X. Student Affairs 



1949 

1954 

1956 

1958 



1958 

1958 

1961 

1961 

1963 

1963-1964 

1963- 1966 
1968-1969 

1964- 1970 

1964-1970 

1965 

1965 



Stuit, D. and Schlicher, R.J. Handbook for Ad- 
visors to Students Planning to Enter Medicine. 

Undergraduate Origins of Medical Students. 

National Opinion Research Center, University of 
Chicago. Career Preferences of Medical Students 
in the United States. 

Jarecky, R.K. and Johnson, D.G. Advising, _ 

Selecting 5 and Educating our Future Physicians. 

A Report of a Dedication Year Conference for 
Premedical Advisors November 7-8, 1958. State 
University of New York, Upstate, Syracuse. 
(Mimeographed) . 

Problems in Medical Student Selection. A Report 
of the First National Meeting Continuing Group on 
Student Evaluation. 

Reitzes, D.C. Negroes and Medicine. Cambridge, 
Mass.: Harvard University Press for The Commonwealth 

Fund. 

Alternate Methods for Providing Financial Assistance 
to Medical Students. 

Sources of Information of Financial Aid to Medical 
Students. 

AAMC- AMA- AHA Committee on Clinical Externships. 
Questionnaire Data for the Class of 1961. 

1963-1964 Continuing Group on Student Affairs 
Membership Roster. 

Summer Session Bulletin. 



Directory of the AAMC Group on Student Affairs. 

(5 vols. ) 

Directory of Premedical Advisors. (4 vols.) 

Financing a Medical Education. 

USPHS. How Medical Students Finance Their Education* 
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AAMC Archives 

X. Student Affairs (Continued) 



1966 

1967 

1968 

1968 

1968 

1969 

1970 
1970 

1970 

1971 



Suggested References on Admissions. 



Progress Report~~Clini cal Externships. 

Addresses Presented at the Macy 

ruary 25-27, 1968. Preparation for Medico* Education 
in the Traditionally Negro College. 



:oc =n 



1 ; 



L. Negroes for Meoicine. 









Lor ite , 
Hoi; -ins 



C. Women in Medicine. Baltimore; The Jo'ins 
Press for The Josiah Macy, Jr. Foii'^dati 



Minority Student Opporti pities in the St'^tes 

Me 1 cal Schools, 1969-lr 0. 



Minority Student Opportunities in the states 

Medical Schools, 1970-1971. 



Report of the AAMC Task Force to If^^er-Agf jjti at^on 
Committee on Expanding Educational Oppo\nt^cs^^\ 
in Medicine for Blacks and Other Minority 



Students. 



USPHS. How Medical Students Finance Thei^^ Education. 

33 Programs to Increase Educational Oppoy''*'hni ty for 
Mi nori ti es in the Heal th Professions * 




28 



- 27 - 



AAMC Archives 
XI. Miscellaneous 



1931-Date Published Papers of Staff. (5 /ols.) 

Darley , W. (2 vols. ) 

Hutton, J.G. 

Powers, L. 

Sanazaro, P.J, 

1942-1969 Medical Education and National Defeise (MEND). 

Selections from the Literature. 



1950-1962 

1953 

1955-1956 

1957 

1957 

1958 

1959 

1959-1964 

1960 

1961 
1961 

1961 



NIMP and Internship Reports. 

Smiley, D.F. (ed. ) Medical Educati n Today. 

MEND Annual Report of Coordinators. 

Medical School Inquiry, Staff Repor- to the 
Committee on Interstate and Foreign Commerce, 

House of Representatives. 

Operation Rebound, , Final Report. 

Medical Manpower for Tomorrow. 

Biennial Report of the Assistant Secretary of 
Defense, Medicine in National Defense, 1 July, 1956- 
30 June, 1958. 

MEND Annual Report of Coordinators. (5 vols.) 

Operation Knot Hole, Final Report. University of 
Texas Medical Branch, Galveston Brook Army Medical 
Center. 

Blessing, J.H. Graduate Education: An Annotated 

Bibliography. DHEW. 

Final Report of the Assistant Secretary of Defense, 
Health and Medicine, Medicine in National Defense, 

1 July, 1958-30 January, 1961. 

Internal Medicine in World War II — Activities of the 
Medical Consultants. Volume I. 



1963 Medical Communications Committee Minutes. 

1964-1967 Bibliography on Medical Education. (3 vols.) 
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AAMC Archives 

XI, Miscellanetus (Continued) 



1964 

1964 

1966-1971 

1967 

1968 
1968 



The National Plan for Emergency Preparedness. 

The Report of the First Annual Meeting of the 
Liaison Committee- -AAMC and the Veterans Administration. 

Council of Academic Scoieties Archives. (4 vols.) 

Blake, J.B. and Roos , C. (eds.) Medical Reference 
Works 1697-1966; A Selected Bibliography. Chicago: 
Medical Library Association. 

Report of Sprague Committee, Ad Hoc Committee on 
Educational Studies and Programs. 

Staff Retreat, Lake Geneva, Wisconsin. January 4-5, 
1968. 



1969-1971 Biomedical Communications Network Project Archives. 

(3 vols.) 

(Undated) MEND Reference List and Speakers List. 

(Undated) The Story of American Medical Schools. 
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XII Apae : Current Periodicals & Newsletters 

rec£ by AAMC Staff * 



AbL ' srions Used: 



PiP ■ epartment of Academic Affairs 
COTr - Juncil of Teaching Hospitals 

DEMF vision of Educational Measurement and Research 
DFl vision of Federal Liaison 
Dli .apartment of Institutional Development 

DIME i vision of International Medical Education 
DOS Sivision of Operational Studies 
DPPD - Department of Planning and Policy Development 
OP - Office of the President 
PO - Publications Office 
SA - Student Affairs 



* As reported August, 1971. 
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ACE Higher Education and National Affairs COTH 
ACHA News COTH 
ACT Research Reports DEMR 
Activity DEMR 

Advisor - Re Regional Medical Programs COTH 
Africa Report DIME 
AHA . . , Insti tute on. . .AHA f-OTH 
AHA News COTH 
AHA Trends and Developments COTH 

AHME Newsletter COTH 
AMA Allied Medical News COTH 
AMA News COTH 
AMA News Release COTH 
AMA Newsletter OP 



American Educational Research Journal DEMR 
American Journal of Public Health & Nation's Health COTH 
American Medical News AA, DID, DPPD 
American Psychologist SA, DEMR 
American Review of World Health DIME 



American Society of Directors of Volunteer Services 
APA Monitor 

APHA Section Newsletter 

Appalachia 

AUPHA Program Notes 



COTH 

DEMR 

COTH 

COTH 

COTH 



Behavior Today 

Blue Sheet - Drug Research Report 
Boletin De La Oficina Sanitaria Panamericana 
Boletin Federacion Panamericana De Asociaciones 
De Facultades De Medici na 



PO 

DPPD, DOS, COTH 
DIME 
DIME 



British Journal of Medical Education 
Browser, Newsletter from Harvard University Press 
Bureau of the Budget 
Business Week 



DIME 

COTH 

COTH 

COTH 



Canadian Hospitals COTH 
Carnegie Quarterly COTH 
Central African Journal of Medicine DIME 
CERES DIMt 
Chronicle COTH, DPPD 
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Chronicle of Higher Education 
Citation 

College and University (AACRAO) 
College and University Business 
Congressional Record 



AA, PO 
COTH 
SA 

Officer (NACUBO) DOS 

COTH, DEL 



Congressional Quarterly 
Contemporary Psychol ogy 
COTH General Membership Memorandum 
Counseling Psychology 

Cross Reference on Careers ^ /nuA^ 

Current Report on Hospital Construction (AHA) 



DFL 

SA 

COTH 

SA 

COTH 

COTH 



Directory of Regional Medical Programs 
Drug Research Report (Blue Sheet) 


COTH 

COTH, DOS, DPPD 


Educacion Medica Y Salud 

Educational & Psychological Measurement 


DIME 

DEMR 


Fact Book on Higher Education 
Family Physician 
Federal Register 


COTH 

PO 

DFL 


Grants Administration Report (DHEW) 
Group Health and Welfare News 


DOS 

COTH 


HAS (Hospital Administration Services) 
Healtti Insurance for the Aged 
Health Insurance Viewpoints 
Health-PAC (Policy Advisory Center) 
Hedth Rap (Health Advisory Center) 


COTH 

COTH 

COTH 

COTH 

COTH 


HEW News Releases _ ^ 

Hemicrania (Journal of the Migraine Trust) 

Hospital 

Hospitals 

Hospital Administration 


COTH 
AA 
COTH 
COTH, PO 
COTH 


Hospital Attorney 

Hospital Central Service Newsletter 
Hospital Engineering 
Hospital Executive's Letter 
Hospital Food Services (AHA) 


COTH 

COTH 

COTH 

COTH 

COTH 
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Hospital Forum 
Hospital Physician 
Hospital Practice 
Hospital Progress 
Hospital Purchasing 



COTH 

COTH 

COTH 

COTH 

COTH 



Hospital Tribune 
Hospital Week 
HUD News 



AA, DID 
DOS, OP 
COTH 



Indian Journal of Medical Education 
Internal Revenue Bulletin 
Internal Revenue Service - News Releases 
International Educational and Cultural Exchange 



DIME 

COTH 

COTH 

DIME 



JCAH Bulletin 
JCAH (Joint Commission 
Journal of Educational 
Journal of Educational 
Journal of Personality 



on Accreditation of 
Measurement 
Psychology 
& Social Psychology 



COTH 

Hospitals) COTH 

DEMR 

DEMR 

DEMR 



Journal 

Journal 

Journal 

Journal 

Journal 

Journal 



of Public Health and the Nation's Health DIME 
of the American Medical Association DID, DIME, DPPD, PO 
of the Arkansas Medical Society PO 
of the Iowa Medical Society PO 
of the Medical Association of the State of Alabama PO 
of the South Carolina Medical Association PO 



Kiplinger Washington Letter 



COTH 



Lancet 

Legislative Roundup 



DPPD 

COTH 



Medical Care and Medical Care Review 

Medical Economics 

Medical World News 

Mil bank Memorial Fund Quarterly 

Minerva 



COTH 



COTH 
COTH, PO 
, DID, PO 
DIME 
DPPD 



Minnesota Medicine PO 
Modern Hospitals COTH 
Modern Medicine PO 
Monthly Vital Statistics COTH 
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National Academy of Sciences 
National League for Nursing 
Nature 

NOME Newsletter 
Neurology 

New Careers 
New England Journal of Medicine 
New Physician 
New Scientist 

News from the U.S. Department of 



Report COTH 

COTH 

DPPD 

DEMR 

AA 

COTH 

AA, DID, DPPD 
COTH, SA 
DPPD 

Labor ^OTH 



News Information Data 

News - Office of Comprehensive Health Planning 
Newsletter Hospital Management Systems Society 
Newsweek 

NIH Legislative Highlights 



COTH 

COTH 

COTH 

PO 

OP 



Ohio State Medical Journal 
Overseas Universities 



PO 

DIME 



PAS Reporter 
PDK's Kappan 
Pennsylvania Medicine 
Personnel and Guidance Journal 
Personnel Directors Newsletter 



COTH 

DEMR 

PO 

DEMR, SA 
COTH 



Perspectives (Family Planning) 
Philanthropic Digest 
Physician Manpower 
Physicians Legal Brief 
Population Bulletin 



DIME 

COTH 

COTH 

COTH 

DIME 



Population Chronicle 

PR Doctor (AMA) u o cj 4.- ^ tv<iic<- 

Press Information - Hospital Research & Educational Trust 

Psychological Bulletin 
Psychological Review 



AA 

SA 

COTH 

DEMR 

DEMR 



Psychometrika 

Public Health Economics & Medical 
Public Health Reports 
Public Relations Newsletter (AHA) 
Publishers' Weekly 



DEMR 

Care Abstracts COTH 

COTH, PO 
COTH 
PO 
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^ Regional Membership Memoranda COTH 

Registrar and Statistician COTH 

Report (National Urban Coalition) DID 

Reports on Population/Family Planning 'ME 

Review of Educational Research DEMR 

Riker- Service AA 

Rockefeller Foundation Quarterly COTH 

Roll Call COTH 

Royal Society of Health Journal COTH 



^ Scalpel SA 

Science COTH, DEMR, DID, DIME, DPPD, PO 

Science News DPPD 

Scientific American DIME 

Social Workers Director Bulletin COTH 

South Dakota Journal of Medicine PO 

Southeast Asian Journal of Tropical Medicine DIME 

and Public Health 

Southern Medical Journal PO 

Sports and Travel AA 

St. Louis Medicine PO 

Statistical Bulletin COTH 

Studies in Family Planning DIME 



T The Week (AHA) COTH 

Time PO 

Transmittal Notice - Grants Administration COTH 



]J U.S. Medicine COTH 

U.S. News and World Report PO 

U.S. Senate Office News Releases COTH 



Veterans Administration News COTH 
Vital and Health Statistics COTH 
Vital Statistics Report (HEW) COTH 
Vocational Guidance Quarterly SA 
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W War on Hunger 

Washington Monthly 
Washington Report 
Washington R port on Medicine 
West Virginia Medical Journal 

White Sheet 
WHO Chronicle 

WHO Technical Report Series 
Woman Physician 
World Health 



DIME 

COTH 

COTH 

Health COTH, DPPD, OP 

PO 

OP 

DIME 

DIME 

DID 

COTH, DIME 
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